To:  Brown,  Cynthia[Brown. Cynthia@epa.gov] 

From:  LaBombard,  Will 

Sent:  Sun  8/1 6/2015  4:54:05  PM 

Subject:  RE:  Gold  King  Mine 

EP-W-06-042  1 WESTQN-042-15-017.pdf 
EP-W-06-042  1 WESTQN-042-15-018.pdf 


As  requested. 


Will  LaBombard 
214-665-7199 


From:  Brown,  Cynthia 

Sent:  Sunday,  August  16,  2015  1 1:49  AM 

To:  LaBombard,  Will 

Subject:  RE:  Gold  King  Mine 


That  does  answer  my  question.  And  yes,  I do  need  copies  of  the  TDD  when  you  get  time. 


Thanks  so  much. 


Cynthia  K.  Brown 

Removal  Enforcement  Coordinator 

214-665-7480 

Brown.cvnthia@epa.gov 


From:  LaBombard,  Will 

Sent:  Sunday,  August  16,  2015  1 1:47  AM 

To:  Brown,  Cynthia 

Subject:  RE:  Gold  King  Mine 


4000964 


ED  000552C  00019132-00001 


So  far  for  START,  the  Region  has  initiated  two  TDDs  for  the  Gold  King  Mine  Spill,  both  under 
the  Weston  contract’s  Task  Order  1.  The  main  TDD  has  a funding  ceiling  of  $1,500,000  and  the 
Command  Post  TDD  has  a ceiling  of  $6,000.  Does  that  answer  your  question?  Would  you  like 
copies  of  the  TDDs? 


Will  LaBombard 
214-665-7199 


From:  Brown,  Cynthia 

Sent:  Saturday,  August  15,  2015  1 1:28  AM 

To:  LaBombard,  Will 

Subject:  Gold  King  Mine 


Will  can  you  tell  me  how  much  you  have  obligated/committed  to  the  Gold  King  Mine 
Spill?  I am  showing  $1,500,000.  Is  that  correct?  I have  nothing  to  document  this  and 
that’s  what  I am  looking  for. 


Thanks 


Cynthia  K.  Brown 

Removal  Enforcement  Coordinator 

214-665-7480 

Brown.cvnthia@epa.gov 


REOC  214-665-9705 
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